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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


March 28,2012 


To: ADA Erik Bennett 


From: Nicole E. Medina 


RE: Commonwealth vs. 



Dear ADA Bennett, 


Enclosed you will find copies of the following docum ents that you requested regarding 
Drug nurnber^milll^l^Hmimil 

1. Drug Analysis Laboratory Receipt. 

2. Evidence Control cards with analytical results. 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/Mass Spectral analytical data. 

I was the primary andcustodialchemistandDellaSaunders was the GC/MS confirmatory 
chemist for lab Corbett was the primary 

and custodial chemis^n^maMn^GC/M^onflrmaiory^emisHoMab 
Mai Tran was the primary and custodial chemist for lab preformed all 

testing. Should you have any questions please do not hesitate to cal! me at 617-983-6630. 


Sincerely, 



Nicole E. Medina 
Chemist 11 

Drug Analysis Laboratory 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORTAATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Iiislilnfe Amherst Drug Laboratorj 

Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

DRUG RECEIPT 9:00 - iitoo 

1 : 00 - 3:00 


or Department: /(^/ _Police Reference No.: 

Name and Rank of Submitting Officer: 9S/ 


Defendant(s) Name (last, first, initial): 



Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-662S 


The Commonwealth of Massachusetts 

Executive Office of Health and Hiiniaii Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 54S-260S 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: _Police Reference No.: 

Name and Rank of Submitting Officer: 



To be completed by Lab Persoimel 
Gross Weight Lab Number 


_ AAxifK 



To be completed by Submitter 
Description of Items Submitted 


Received by: 



Date: 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORI44ATION 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laborntoiy Institute Amherst Drug Laboratory 

Tel (413) S45-2601 
Fax (413) 545-2608 

Amherst Hours 

DRUG RECEIPT 9:00 - 12:00 

1 : 00 - 3:00 


City or Departmeut: S/f' _Police Reference No.: 


Name and Rank of Submitting Officer: 




Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


To he completed by Submitter To be completed by Lab Persomtel 

Description of Items Submitted Gross Weight Lab Number 



Received by: 



Date: 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel {413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours Amherst Hours 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Td (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office ofHeaUh and Human Sendees 
Deparimeni of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Td (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 




To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross \Yeight Lab Number 
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DRUG POWDER ANALYSIS FORM 

SAMPLE 

No. of samples tested:_ 

PHYSICAL DESCRIPTION: 




PRELIMINARY TESTS 
Spot Tests 



MIcrocrvstalllne Tests 




















Page 1 of 1 



DRUG NAME: CLONAZEPAM 
(NGREDIENTS; CLOSWEPAM - 1 MG 


Color: Green 
Shape: Circle 

Imprint: 833 This tablet is debossed 
with 833 above the scored line and 
TEVA on the unscored side , teva 

Form; Oral Tablet 

Availabfe-Container-SIze: Bottle of 
100 , Bottle of 1000 . Bottle of 500 

AAPCC Code: 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
00093-0833-10 
00093-0833-05 
00093-0833-01 

Excipients: Lactose 
(Monohydrate); Magnesium 
Stearate; Cellulose, 

Microcrystailine ; Povidone ; Water, 
Purified ; Starch, Corn ; D&C Yellow No 
10 Aluminum Lake ; FD&C Blue No. 1 
Aluminum Lake 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 7150694 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http ://www.thomsoiihc.coiTi/micromedex2/Iibrarian/PFDefaultActionId/evidencexpei1.Dis... 9/14/2011 
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Area Percent / Library Search Report 



Information from Data File; 

File Name 

F;\Q3-201l\System8\09 20 ll\801661.D 

Operator 

NEM 

Date Acquired 

21 Sep 2011 21;IS 

Sample Name 
Submitted by 

BLANK 

Vial Number 

2 

AcquisitionMeth 

CLONAZ.M 

Integrator 

RTE 


02>-<33" O' 


Abundance TIC: 8 bl 661 .D\dat 3 .ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


801661.D 


Thu Mar 22 09 i 36:58 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-201l\System8\09_2Q_ll\801662.D 
NEM 

21 Sep 2011 21:28 

CLONAZEPAM STD 

62 

CLONAZ.M 
RTE 


TIC: 801662.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 



6.969 

971156 

100.00 

100.00 




801662.D Thu Mar 22 09:37:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q 3 -201l\System8\09__20_ll\801662 . D 
NEM 

21 Sep 2011 21:28 

CLONAZEPAM STD 

62 

CLONAZ.M 
RTE 


Search Libraries; C;\Database\SLI.L 

C:\Database\NIST08,L 
C:\Datataase\PMW_TOX2,L 

PK# RT Library/ID 


1 6.97 C:\Database\NIST08.L 

Clonazepam 
Clonazepam 
Clonazepam 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 

Qual 

001622-61-3 

99 

001622-61-3 

99 

001622-61-3 

99 



801662.D Thu Mar 22 09:37:02 2012 


Page 2 


Corbett email PRR 007649 











Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

F;\Q3-2011\System8\09_20_ll\801667.D 

Operator : 

NEM 

Date Acquired : 

21 Sep 2011 22:35 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

2 

AcquisitionMeth: 

CLONAZ.M 

Integrator ; 

RTE 


Abundance TIC: 8dl667.D\data.fns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


801667.D Thu Mar 22 09:40:12 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-201l\Systera8\09_20_ll\801668.D 

Operator : NEM 

Date Acquired 
Sample Name 
Submitted by 
vial Number : 68 

AcquisitionMeth: CLONAZ.M 
Integrator : RTE 




Ret. Time 


Area Area % Ratio % 


6.987 


2689835 100.00 100.00 


801668.D 


Thu Mar 22 09:40:15 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3 -201l\System8\09__20 
NEM 

22:49 

KAC 

68 

CLONAZ.M 
RTE 


11\801668.D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C;\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 6.99 C:\Database\NIST08.L 

Clonazepam 
Clonazepam 
Clonazepam 


001622-61--3 99 
001622-61-3 99 
001622-61-3 99 



801668.D Thu Mar 22 09:40:16 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2011\System8\09_20_ll\801673.D 
NEM 

21 Sep 2011 23:S5 

BLANK 

2 

CLONAZ.M 
RTE 


Abundance T!C: 801673.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


801673.D Thu Mar 22 09:40:35 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2011\System8\09_20_ll\801674.D 

NEM 

22 Sep 2011 00:09 

CLONAZEPAM STD 

62 

CLONAZ,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# 

RT Library/ID 

CAS# Qual 

1 

6.97 C:\Database\NIST08.L 




Clonazepam 

001622-61-3 

99 


Clonazepam 

001622-61-3 

99 


Clonazepam 

001622-61-3 

99 



801674.D Thu Mar 22 09:40:41 2012 


Page 2 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 


No. of samples tested; 


AGENCY 


ANALYST 


Evidence WL 


UEm 


PHYSICAL DESCRIPTION: Gross WtqA): (o Kvn 

^ Gross Wt ( __ 


\K?6'S Ol\1 ^^(r^^as' 


Pkg. Wt 


NetWt 


PRELIMINARY TEST RESULTS 


RESULTS Js^OCCyoe 


DATE ID- N 


^ \vd ix^V a Cuictlij tiad 

~ M .^67^2^^ 



GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR 


Circut-i 

Txs 


DATE [O-cDO 


Revised 7/2005 


Corbett email PRR 007656 





















































p h y§.cau , B e scription: a^va^cUScaUd 

CL\\ "^5^rr^AcxS■ 

Qjo<TVe«_iniou liahY tifdLur'i 

ai’ouDd-er^ 


Gross Wt (5 ): \. 

Gross wt ( i): 0, ^ot^R^rn 

Pkg. Wt: Q ■ \ ^ \ ^ 

NetWt: 0,lS2>| Q f>s 


C>'^icy\siS^ I'^Ca \\ 3 Lr^S 

80 baj^, b 






















DRUG POWDER ANALYSIS FORM 


SAMPLE # 


No. of samples tested: 


PHYSICAL DESCRIPTION: 


AGENCY 




^ S>Pa Uci 


V^CbUn 


ANALYST_ Vjfegjnn 
Evidence WL 


Gross Wt { ) 

Gross Wt ( t ) 
Pkg. Wt! 


Pkg. Wt: L 

Net Wt: 0 .OlQ^5>a m 


PRELIMINARY TESTS 
Spot Tests 


PRELIMINARY TEST RESHi Tfi 
RESULTS \IgJONr\ 
DATE 


Mlcrocrvstalllne Tests 



GC/MS CONFIRMATORY TEST 


MS 

OPERATOR 


RESULTS 

MS "N/" c 

\TOR JlX3 

DATE 10 '~<3Q - I 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

F:\Q4-2011\System7\10 17 ll\804234.D 

Operator : 

DCS 

Date Acquired : 

17 Oct 2011 18:10 

Sample Name ; 

BLANK 

Submitted by : 

vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 804234.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804234.D 


Thu Mar 22 14:07:38 2012 


Page 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q 4 -201l\System7\10_17_ll\804235.D 
DCS 

17 Oct 2011 18:26 

HEROIN STANDARD 

35 

DRUGS.M 
RTE 


Abundance 

500000^ 

400000 

300000 

200000 


0^ -f'"T-r- 

Time-> 2.00 

3.00 

-r-T-r-r-nr 

. J-00 

1 ' ‘ ' 1 ' 
5.00 6.00 

‘ ' 1 ' ' 1 
7.00__ 

! 1 i-r-r 1 1 1 1 1 ' 1 1 f 1 1 f I ■ 1 1 1 1 1 t 

8.00 9.00 10.00 11.00 12,00 __ 

Ret. Time 



Area 

Area % 

Ratio % 

6.301 



736863 

100.00 

100.00 


TIC: 804235.D\dala.ms 

6.J01 


804235.D 


Thu Mar 22 14:07:43 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F;\Q4-2011\System7\10_17_ll\804235.D 

Operator ; DCS 

Date Acquired ; 17 Oct 2011 18:26 

Sample Name : HEROIN STANDARD 

Submitted by : 

Vial Number ; 35 

AcguisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMl'J_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 6.30 C:\Database\SLI.L 

HEROIN 000561-27-3 99 



Abundance #1: HEROIN 



804235.D Thu Mar 22 14:07:44 2012 Page 2 


Corbett email PRR 007662 












Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System7\l0_17_ll\804247.D 
DCS 

17 Oct 2011 21:31 

BLANK 
NEM 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804247.D Thu Mar 22 14:08:39 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2011\System7\10__17__ll\804248 .D 
DCS 

21:47 


NEM 

48 

DRUGS.M 
RTE 


Abundance 


300000 


200000 


100000 


0 


Time-> 2.00 


TIC: 804248,DWata.ms 



6, 

101 



-1-E-1-1-i-r~!-! 1" 1 i' 

V"' 1 !—I—1—1—1—1 S i—1—1—J—1—T 

1 — 1 —f r \ —i—i— 1 —r*i— 1 ' "r r. yr“vr'" 


3.00 


4.00 


5.00 


6.00 


7.00 


8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6,301 

530140 

100.00 

100.00 


804248.D Thu Mar 22 14:08:43 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\lO_17_ll\804248.D 

DCS 

17 Oct 2011 21 : 4 7 


NEM 

48 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


6.30 C;\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


<3 


Average of 6.268 to 6.428 min.: 804248.0\data.ms (■•) 


327 


268 


81 


204 


59 


OW^ 



94 115 

^ 162 


, 

I 

1 1 l^'l 



1 ,i J .it., L.,.ll'!iiA il.! 




226238 263 


284 


310 


Jl 


369 


354 

I '"I I 'l -1 r-i" 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 

0 


#1: HEROIN 


4B 


268 


327 


215 


81 


59 

iJ 


94 162 

28 


174 


296 


... 

1 , V | i i i i | i i i i ) i i i i | i i i i i ■ l ri i |'i i i rp ( , t | i i | i-rTT-y-1 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


197 

:ll 


228240263 


310 


284 


369 


I 341 


804248.D 


Thu Mar 22 14:08:44 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 

Data File; 

File Name : 

F;\Q4-2011\System7\10_17_ll\804249.D 

Operator : 

DCS 

Date Acquired ; 

17 Oct 2011 22:02 

Sample Name : 

BLANK 

Submitted by ; 

NEM 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804249.D Thu Mar 22 14;08;48 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Fr\Q4-201l\System7\10_17_ll\804250.D 
DCS 

17 Oct 2011 22:18 


NEW 
50 

DRUGS.M 
RTE 


Abundance 

80000 

80000 

40000 

20000j 


Time-> 2.00 

*1 — T—y—f"T" 

3.00 

4.00 

6.00 6.00 

-r-T-T 'f , . 1 

7,00 

8,00 9.00 10.00 11.00 12.00 







Ret. Time 



Area 

Area % 

Ratio % 

6.296 



113680 

100.00 

100.00 


TIC: 804260.0\data.ms 
6,296 


804250.D Thu Mar 22 14:08:51 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2011\System7\10_17_ll\804250,D 

DCS 

17 Oct 2011 22:18 


NEM 

50 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 

C: \Database\PM1'J_TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

6.30 C;\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 

80 

60 

40 

20 


Average of 6.259 to 6,396 min.: 804250.D\data.ms (-) 


4.3 


327 


268 


81 


59 


;![ .ii'i I ir i 


94 


115 


146 


28 

iiMui 


162 


174 


191 


216 




238 253 

[‘^pnr^try 


310 


284 


369 


m/z-> "" 4o' ' ' 60 ' ' 80 ' ' 1 00' ' 1 20 " i 40'' i 60 " 1 80ioO 220 240 260 280 300 320._ .340 


360 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


#1: HEROIN 


43 


268 


327 


215 


81 


59 


94 


115 


162 


28 

hk lift 


174 


197 


lyiiiik. .11 

I i ' I I i r'l I [ i I I ? I ' I I ' t'l I I I 'l I I I ' 


310 


284 


298 


369 


341 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 .340 


360 


804250.D 


Thu Mar 22 14:08:52 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2011\System7\10_17_ll\804251.D 


Operator 
Date Acquired 
Sample Name 


DCS 
17 Oct 
BLANK 


2011 22:33 


Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


2 

DRUGS . M 
RTE 


Abundance TIC: 80425LDWala.ms 



Tim8-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804251.D Thu Mar 22 14:08:56 2012 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4 ■■2 01l\System7\10_17_ll\804 252 . D 
DCS 

17 Oct 2011 22:49 

BLANK 


DRUGS,M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804252.D Thu Mar 22 14:09:01 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

F;\Q4-201l\System7\l0_17_ll\804253.D 
DCS 

17 Oct 2011 23:04 

HEROIN STANDARD 

53 

DRUGS . N 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000; 

0 ‘ I ' 

Tim 0 -> 2.00 3.00 


TIC: 804253.D\data.ms 
6.301 


-I—I—I—1—i— t ) I T I— I- I' 1 —r—!—T •'f~ r ' - t - j t' r j -‘t - I' -r " t - 1" " i - j "r t t ' t' 

4.00 6,00 6,00 7.00 8,00 9.00 10,00 1 TOO 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

6.301 

728415 

100.00 

100.00 


804253.D Thu Mar 22 14:09:06 2012 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F: \Q4-2011\System7\10__17_ll\804253 .D 
DCS 

17 Oct 2011 23:04 

HEROIN STANDARD 


Vial Number 

AcquisitionMeth 

Integrator 


53 

DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


6.30 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


i 40 


Average of 6.264 to 6.433 min.: 804253.D\data.ms (-) 


327 


81 


59 

.ill ,1., 


94 115 


146 


204 


28 

litii 


162 


174 


„19.1 




268 


226238 253 il 284 


310 


369 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


355 


360 


Abundance 


#1: HEROIN 


80 

60 

40 

20 

ov 


48 


268 


327 


215 


81 


59 


94 


115 


146 


128 


162 


174 


,1 U isi' 




310 




284 

La 


298 


369 


341 


'i"| I 'i I i 'Y' i I i VyV i "' l ' ' * ’ '* '* t f i'l I < j » » i"i'j 't f~rT| " 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


360 


804253.D Thu Mar 22 14:09:06 2012 


Page 2 


Corbett email PRR 007672 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-201l\System7\10_17_ll\804254.D 
DCS 

17 Oct 2011 23:20 

BLANK 


DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804254.D Thu Mar 22 14:09:34 2012 


Page 1 


Corbett email PRR 007673 






Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-2011\System7\10_17_ll\804255.D 

DCS 

17 Oct 2011 23:35 

COCAINE STANDARD 

55 

DRUGS . M 
RTE 


Abundance 

1000000 


A.&22 


TIC: 804265.O\dala.ms 


500000 


Q‘-J-| 1 i I I ' ' ' till | ■T-T-V < ^ I I I i ^ . r pT 

Time-> 2,00 3.00 4.00 5.00 6.00 7.00 8,00 9.00 10.00 11,00 12,00 


Ret. Time Area Area % Ratio % 


4,622 1173531 100.00 100.00 


804255,D Thu Mar 22 14:09:38 2012 Page 1 


Corbett email PRR 007674 





Area Percent / Library Search Report 


Information from Data File: 

Pile Name : P:\Q4-201l\System7\10_17_ll\804255.D 

Operator : DCS 

Date Acquired : 17 Oct 2011 23:35 

Sample Name : COCAINE STANDARD 

Submitted by ; 

Vial Number : 55 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.62 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.596 to 4.765 min.: 804255.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


804255.D Thu Mar 22 14:09:30 2012 Page 2 


Corbett email PRR 007675 








Area Percent / Library Search Report 


Information from Data File; 


File Name 

F:\Q4-201l\System7\10_17_ll\804256.D 

Operator 

DCS 

Date Acquired 

17 Oct 2011 23;50 

Sample Name 

BLANK 

Submitted by 

NEM 

Vial Number 

2 

AcquisitionMe t h 

DRUGS.M 

Integrator 

RTS 


Abund 3 nc 6 TIC; 804256.0\d3l3.rns 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804256.D Thu Mar 22 14;09;43 2012 


Page 1 


Corbett email PRR 007676 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\10_17_ll\804257.D 

DCS 

,00:06 


NEM 

57 

DRUGS.M 
RTE 


Abundance 

2000000 

1500000 

1000000 ' 


4,627 


TIC: 804257.O\data.ms 


600000 


3.807 


u-j-r-r- 

Time--> 2.00 

3.00 

4.00 5.00 6.00 

- r -T ■} -r- T -T 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

3.807 


286545 

11.70 

13.25 

4.627 


2162292 

88.30 

100.00 


804257.D Thu Mar 22 14:09:47 2012 


Page 1 


Corbett email PRR 007677 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\l0_17_ll\804257.D 

DCS 

18 Oct 2011 00:06 



■57 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKff 

RT Library/ID 

CAS# 

Qual 


1 3.81 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



804257.D 


Thu Mar 22 14:09:48 2012 


Page 2 


Corbett email PRR 007678 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; F;\Q4-201l\System7\l0_17_ll\804257.D 

Operator : DCS 

Date Acquired ; 00 : 06 

Sample Name ; 

Submitted by ; NEM 

Vial Number : 57 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.63 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.690 to 4.792 min.: 804257.D\data.ms (-) 



mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


804257.D Thu Mar 22 14:09:48 2012 Page 3 


Corbett email PRR 007679 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System7\10_17_ll\804258.D 

DCS 

18 Oct 2011 00:21 

NEM 

58 

DRUGS.M 
RTE 


Abundance 

2000000 

1600000; 


TIC: 804258. D\tJata.ms 

4.627 


1000000 


500000 


Time-*> 


0 "T" ' 

2.00 


2,726 

3.00 


3.807 

T-l-f-T 

4.00 


-f —j—f—!—I—I—j—I—I—I— r~j — I— r —I— I —}—«—f—I—«—f— I —«—I—I—j—I—1—1—I—j—1—I—I—I—j—I—r 

5.00 6.00 7,00 8.00 9,00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


2.726 
3.807 
4.627 


122653 5.89 6.70 

128147 6.15 7.00 

1831757 87.96 100.00 


804258.D 


Thu Mar 22 14:09:53 2012 


Page 1 


Corbett email PRR 007680 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System7\lO_17_ll\804258.D 

DCS 

18 Oct 2011 00:21 

NEM 

58 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 2.73 C:\Database\PMW_TOX2.L 

Myristic acid 
Valproic acid 
Pholcodine-M 3TMS 


000544-63-8 2 
000099-66-1 1 
000000 - 00-0 1 


Abundance 


/i3 


Average of 2.425 to 2.843 min.: 804258.D\data.ms {-) 


60 


43 


102 



M 'j 1 rv r^fh-r-n r h-n 


m/z--> 
Abundance 


•^1^- ITT jf T - nyn r r t" l v ' p ' TTV j' T ' VT - T '| « \ i I ' j 'i' r 'l rjTi 

100 110 120 130 140 150 160 170 180 
#1140: Myristic acid PI 035 



185 


143 


171 


r 1111 M'*'I' ‘' 


228 


r I i T I I I i I I > I I M I I I 


m/z-> 


40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 


804258.D 


Thu Mar 22 14:09:54 2012 


Page 2 


Corbett email PRR 007681 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2011\System7\10_17_ll\804258.D 

Operator : DCS 

Date Acquired : 18 Oct 2011 00: 21 

Sample Name : 

Submitted by : NEM 
Vial Number : 58 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

3.81 

C:\Database\NIST05a.L 
Imidazo[2,1-b]thiazole, 2, 
Imidazo[2,1-b]thiazole, 2, 
Imidazo[2,1-b]thiazole, 2, 

3,5,6-tet 006649-23-6 98 
3,5,6-tet 014769-73-4 98 
3,5,6-tet 006649-23-6 97 


Abundance Average of 3.764 to 4.003 min.: 804268,O\data.ms (-) 

j Ij8 



Abundance 

80 

60 

40 

20 

0 

m/z*-> 40 


#59443: lmic)a2o[2,1-b](hiazole. 2.3,5,6-teUahydro-6-phenyl' 

204 


148 



804258.D Thu Mar 22 14:09:54 2012 


Page 3 


Corbett email PRR 007682 



Area Percent / Library Search Report 


Information from Data Pile; 

File Name ; F:\Q4-2011\System7\lO_17_ll\804258.D 

Operator : DCS 

Date Acquired ; 18 Oct 2011 00:21 

Sample Name : 

Submitted by : NEM 

Vial Number ; 58 

AcquisitionMeth; DRUGS.M 
Integrator : RTS 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4.63 C;\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



804258.D Thu Mar 22 14:09:55 2012 Page 4 


Corbett email PRR 007683 



Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F: \Q4-2011\System7\lO__17_ll\804271 ,D 
DCS 

18 Oct 2011 8:56 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 804271.DWala.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


804271.D Thu Mar 22 14:10:13 2012 


Page 1 


Corbett email PRR 007684 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File; 

F : \Q4 ■'2 011\System7\lO_17_ll\804272 . D 
DCS 

18 Oct 2011 9:12 

COCAINE STANDARD 

72 

DRUGS . M 
RTE 


Abundance 

1000000 


4.$27 


TIC: 804”272.D\data.ms 


500000 


Tjme-> 2.00 

-r-r-rr t- 

3.00 

.y , ^ 

4.00 6.00 6.00 

—j—,—^11 

7.00 

"I 1 T I-T— J— f~i —1—r-T—y“T—r—T—T—1—r-T-1—r—1—r-r-i r 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.627 


1113627 

100.00 

100.00 


804272 .D 


Thu Mar 22 14:10:17 2012 


Page 1 


Corbett email PRR 007685 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F;\Q4“201l\System7\lO_17_ll\804272.D 
DCS 

18 Oct 2011 9:12 

COCAINE STANDARD 

72 

DRUGS . M 
RTE 


Search Libraries: 


PK# RT 


C;\Database\SLl.L 
C:\Database\NlST05a.L 
C;\Database\PMW TOX2.L 


Library/ID 


4.63 C;\Database\SLI.L 
COCAINE 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


000050-36-2 99 


Abundance 


80 


60 


40 


20 


42 


&2 


67 


Average of 4.590 to 4.749 min.; 804272.O\data.ms (-) 


182 


94 105 


122 


152 


198 


i 208 222 244 259 


272 


303 


288 


lie 166 

, I V j I r4- Vy T A-r ' T - fii , . |- , r. , | . i T-r , i i i . -, - r-, , Ty ,- 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

60 


40 


20 


8 ^ 


42 


55 68 


#29: COCAINE 


182 


94 


105 


122 


35 166 


m/z-> 


40 


60 




198 


214 


244 259 


272 


303 


80 100 120 140 160 180 200 220 240 260 280 300 


804272 .D 


Thu Mar 22 14:10:18 2012 


Page 2 


Corbett email PRR 007686 





